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20 November 1956 
TO ALL EQUIPMENT SUPPLIERS 


Gentlemen : 


Reference is made to our follow-on contwact for procurement 
of equipment for Sid. 


It is requested that two (2) sets of the equipment drawings, 
plus two (2) ccpies cf the applicable handbocks for each unit (in- 
cluding test equipment data) be delivered as soun ag possible. 
Changes and additions for the initial sets should be furnished as 
such revisions materialize The balanee of the sets should be re- 
tained by you and be maintained in a current status. The remaining 
sets should be delivered at the time of completion cf deliveries 
under the contract. 


The reproducible set should be retained and be amended by you 
and delivered also at the time cf completion cf deliveries. 


In the event additional copies of the drawings cur handbooks 
are requiced or the reproducibles are desired prior to the last 


delivery of the basic units you will be given a minimum of thi ty 
(30) days notice. 


25X1A ee been designated as the representative authorized 
to distribute and control all data for the follow-on program. 


Yours very truly, 


SA/PC/DCI:HL:pf (11/20/56) 


Distribution: 
Cy 1 - R-W, A-1O1 Cy 7 - Hastman - HF-2hio 
2 - Westinghouse, FL-3011 8 - Hycen - BC-200 
3 - Baird - KF-B-5111-B 9 - FOG 
: Z Se - ee : 10-18 (inel) each contract 
- Firewe - ~ 1230 i 
6 ~ Eastman - BP~n, €081 aston above O5X1A 
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